
PEERLESS VITRENAMEL 
PORCELAIN STEEL RECEPTOR BASE 
Acid Resisting 

Newly designed and improved. These receptors are 
made with U. S. Steel "Vitrenamel" to insure a life 
time of complete leak-proof and rust-proof service. Floor 
of receptor has ivory designs contrasting beautifully 
with the dark blue-black side walls of receptor. Easily 
cleaned and always sanitary. Only obtainable else¬ 
where on cabinets costing two or three times more. 
Manufactured by 

PEERLESS STEEL SHOWER CO. 

1010 N. Ogden Ave. - - - CHICAGO, ILL. 
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PEERLESS “Plasteel” CABTTTEts 
are made of guaranteed water- 
t-proof, highly 
baked white enameled 
plastic panels. Four sturdy steel 
uprights, with black enameled 
steel top band. And a U.S. Steel 
"Vitrenamel" porcelain guaran¬ 
teed non-rust receptor. — Cabinets 
shipped knocked down in heavy 
cartons. — Easily assembled; 
ready for quick installation. 
Refinement — Sturdiness. 

Quick assembly. 

No nuts or bolts. 

Interchangeable 
side panels. 


Wherever water 
is available 
there's a place 
for a Peerless Shower Stall. 
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By 














